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REDZWENG 
SHOES" | 


Mother nature can sure dish it out. Blizzards. Cold snaps. Slush, sleet and hail. Not to mention high water, pouring 
rain and flash floods. If your job requires that you face weather rather than run from it, we have your boot. Our 
waterproof and insulated footwear keeps your feet warm and dry no matter what. No excuses. No exceptions. 

It's what Red Wing wearers have come to rely on for over ninety years — serious protection against the elements. 
Cold, nasty, and miserable as they may be. 


) 
Serious protection from Mother Nature. | | 
| 
. 


¢ Removable ComfortForce® footbed 
© Gore-Tex® bootie construction for 100% waterproofness 

e | year waterproof warranty 

¢ Thinsulate™ Ultra insulation 

Additional feature on 815: Comfort Ar Ce 
© Double Boot construction 

Additional features on 1227 and 1229: 
e Padded collar for added comfort 


=} 400 gram 


Thinsulate Ulin, 


: 
e Full grain, waterproof leather | 
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INSULATION 


7 400 gram 
Thinsulate Wt 


INSULATION 


WARM NO MATTER WHAT 
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e Full grain, waterproof leather 

e Removable ComfortForce® footbed 

e Exclusive welt construction for maximum durability 
Additional feature on 1183: 

© Gore-Tex® bootie construction for 100% waterproofness 
e 1 year waterproof warranty 

Additional features on 1217: 

¢ Thinsulate™ Ultra insulation 

e Padded collar for added comfort 

e Leather is barnyard chemical-resistant 





800 gram 
Thinsulate Sli 
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e Full grain, waterproof leather 

e Removable ComfortForce® footbed aij 
© Gore-Tex® bootie construction for 100% waterproofness : 
e | year waterproof warranty 

e Exclusive welt construction for maximum durability 
e Electrical Hazard rated 

© Meets ANSI standards 241 PT91 1/75 C/75 EH 
Additional feature on 2227 and 2229: 
e Thinsulate™ Ultra insulation 


Comfort ere 
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Thinsulate tle 2 


DRY NO MATTER WHAT 





Warm no 
matter what. 


Nothing ruins a day faster 
than cold feet. Even simple 
tasks become unbearable 
when your feet are 
freezing. The question is, 
what makes one thermal 
boot better than another? 
The answer is in how it’s 
built, and what it’s built 
with. At Red Wing, we 

use Thinsulate™ Ultra 

for thermal protection. 
Scientifically, it’s the best 
protection against cold. 
Our other major ingredient 
isn’t as much science as 
it is common sense. 

Red Wings are built tougher 
than any other boot. Why? 
Because Mother nature 
seems to have it out for 
footwear. Our mission is to 
construct boots that can 
take it hour after hour, 
day after day. 


¢ Full grain, waterproof leather 
© Removable ComfortForce® footbed 


© Gore-Tex® bootie construction for 100% 
waterproofness 


e | year waterproof warranty 


e Exclusive welt construction for 
acai vaeee) maximum durability 


e Padded collar for added comfort 
Additional feature on 1223: 
e Thinsulate™ Ultra insulation 


983 SIZES: B 10-14, D 7-16, EE 8-14 
1223 SIZES: B 10-14, D 7-16, EE 8-14, H 8-13 


Comfort FOrCe 


ESsORPTION SYSrEy,® 






1223 


: 400 gram 


983 $ 


Wee Confort OF'Ce 
gram 











Thinsulate Ultra 
e Full grain, waterproof leather 
¢ Removable ComfortForce® footbed 
© Gore-Tex® bootie construction for 100% waterproofness 
¢ | year waterproof warranty 
e Exclusive welt construction for maximum durability 
e Padded collar for added comfort 
Additional feature on 1226: 
¢ Thinsulate™ Ultra insulation 


1226 SIZES: B 10-13, D 7-14, EE 8-13 
986 SIZES: B 10-13, D 7-14, EE 8-13 


986 $ 


e Full grain, water-repellent leather 










aot i h e Insulated for warmth 
Comfort OV CE e Exclusive welt construction for maximum durability 
e Padded collar for added comfort 
1222 Additional feature on 1221 and 1222: 
400 gram © Removable ComfortForce® footbed 
Thinsulate Ultra 1221 SIZES: B 10-14, D 7-14, EE 8-13, H 8-13 


INSULATION 


1222 SIZES: B 10-14, D 7-16, EE 8-14, H 8-13 
1622 SIZES: D 5-11, EE 6-10 


1622 


400 gram 


Thermolite 
Insulation 


1221 


400 gram 
Thinsulate lt 


INSULATION 
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Dry no 
matter what. 


The problem is water. 

If it finds an entrance, 

it gets in. Add to that 
dilemma the fact that by 
constantly moving your 
feet sweat. Only Red Wing 
has the perfect solution. 
We build our boots with 
Gore-Tex® technology. 
This provides you 100% 
protection against outside 
water while still allowing 
sweat vapor to escape 
from the inside. While a 
lesser boot may promise 
you protection against 
water, only Red Wings 
guarantee the toughness 
to go with it. No matter rain 
nor sleet nor fifteen-hour 
days, Red Wings will keep 
you on the job. 









e Full grain, water-repellent Oro-iginal leather 

e Thinsulate™ Ultra insulation 

Insulated fleece cushion insole 

© Goodyear welt construction for maximum durability 


849 SIZES: B 10-13, D 74-14, EE 8-12 
879 SIZES: D 8-13, EE 8-13 


849 


400 gram 


INSULATION 


879 


400 gram 


INSULATION 


e Full grain, water-repellent leather 
¢ Thinsulate™ Ultra insulation 

e Insulated fleece cushion insole 

e Exclusive welt construction for maximum durability 








1214 
400 gram 1214 SIZES: D 7-13, EEE 8%-11 


1212 SIZES: B 9-15, D 5-16, E 7-14, EEE 7-14 


INSULATION 


1212 
400 gram 
Thinsulate Slip 
618 
. 4418 & 
e Full grain, water-repellent leather 400 gram 


e Thinsulate™ Ultra insulation 
© Storm welt construction for extra durability 
@ Meets ANSI standards Z41 PT91 1/75 C/75 
Additional features on 2422: 

© Removable ComfortForce® footbed 
e TECH-TOE® non-metallic cap 

e Electrical Hazard rated 


2422 SIZES: D 74-14, EE 8-12 
618 SIZES: D 7-14, EE 8-13 
4418 SIZES: B 10-13, D 6-15, EE 7-14 


INSULATION 


2422 TECH-TOE 
800 gram 


INSULATION 
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We don’t 
compromise on 
our standards 
of quality. Never 
have. Never will. 


When you run a family 
business for three 
generations, you have 

a reputation to protect. 

At Red Wing Shoes, our 
reputation for quality is 
known world-wide. From 
the moment you put on a 
pair of our boots, you know 
you’re wearing superior 
footwear. Perhaps it’s the 
tremendous effort and 
care our people put into 
their job as they handcraft 
our boots. Or maybe it’s 
the top-grade materials 
we insist on. The standards 
of quality that have set 
Red Wings apart for over 
ninety years is built into 7 
every boot. 


STEEL e Full grain, waterproof leather 
4411 Ww © Removable ComfortForce® footbed 
e Thinsulate™ Ultra insulation 
SPT © Padded collar for added comfort 
e Electrical Hazard rated 












800 gram 


4417 SIZES: B 10-13, D 7-14, EE 8-13 
4411 SIZES: D 7-14, EE 8-12 


FADSORPTION SYSTEy? 


Comfort FOrCe 


4417 @ 


800 gram 
Thinsulate UltrD 


INSULATION 


4403 Ww 


e Puncture-resistant Steel-Flex stainless steel midsole 
© Meet ANSI and CSA standards for steel toe requirements 
Additional features on 4403: 


e Vulcanized rubber pac boot construction with 
double insulated bottom 


¢ 9mm polyester and viscose removable liner 
Additional features on 8238: 

e Thinsulate™ Ultra insulation 

© Removable ComfortForce® footbed 


4403 SIZES: D 6-15 (No half sizes) 
8238 SIZES: B 9-14, D 5-16, EE 7-13, H 7-13 


8238 W 


400 gram 


INSULATION 


Full grain, water-repellent leather 







e Thinsulate™ Ultra insulation I 
Exclusive welt construction for maximum durability pled 
© Meets ANSI standards Z41 PT91 1/75 C/75 Thinsulate UltrD 


INSULATION 


4412 SIZES: B 9-14, D 4-16, E 7-13, EE 7-14, H 8-12 
4441 SIZES: D 6-14, EE 7-12 
4422 SIZES: B 10-13, D 7-14, EE 8-13 


4422 @ 


4412 & 
400 gram 400 gram 
Thinsulaté Wr Thinsulate Ultram 


Iwewearrom 0 AT COW 


e Meets ANSI standards Z41 PT91 1/75 C/75 EH 
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Insulated 
Waterproof 
Footwear. 


Warm no 
matter what. 


Dry no 
matter what. 


Red Wing Shoes. 


Work Hard. 








4423 @ 


: 400 gram 
Thinsulaté Ultram 


INSULATION 


4426 W 


400 gram 









shi se 4424 
¢ Full grain, waterproof leather Confort FOrCe 400 gram 


e Removable ComfortForce® footbed Thinsulate Ultr> 
© Gore-Tex® bootie construction for 100% waterproofness 

e | year waterproof warranty 

e Thinsulate™ Ultra insulation 

e Exclusive welt construction for maximum durability 

e Padded collar for added comfort 

© Meets ANSI standards Z41 PT91 1/75 C/75 

Additional feature on 4426 and 4424: 

e Electrical Hazard rated 


4426 SIZES: D 8-14, EEE 8-13 
4423 SIZES: B 10-14, D 7-15, EEE 8-14 
4424 SIZES: D 8-13, EEE 8-12 





